GRACE  EPISCOPAL  CHURCH,  Yorktown,  Va. 
Erected  about  1697,  the  church  was  known  in 
colonial  times  as  York-Hampton  Church.  Although 
burned  in  1814,  it  was  later  rebuilt  using  its 
original  walls.  It  continues  in  active  use  serving 
Yorktown  and  the  area  around  it  as  it  has  for 
more  than  two  and  one  half  centuries. 
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